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THE  CATHEDRAL  OF  ST.  JOHN  THE  DIVINE 

New  York 

When  finished  it  will  be  the  largest  Gothic  Cathedral 
in  the  World.  Its  length  is  601  feet,  the  width  at 
the  Crossing  will  be  320  feet,  the  height  of  the 
Central   Flesch  will   be  about  452  feet. 
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